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STATEMENT OF WORK 


MODIFICATION OF SYSTEM 4 TO CORRECT FOR. 
TEMPERATURE EFFECTS AND ELIMINATE 
SPURIOUS SIGNALS 


The Contractor proposes to provide the necessary engineering services, 
materials, facilities and labor to accomplish the following items of 
work: 


Description 


Item 1 Redesign System 4 Bands 1A/I1B to correct 
for temperature effects and to eliminate 
spurious signals as described in the accompa- 
nying technical proposal (CMCC Doc. No. 
1133x5. 69). 


Item 2 Develop, fabricate and deliver eight (8) 
field modification kits incorporating the re- 
design circuitry described in Item I, 
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